vs. GRADIUS™ 

OPERATION MANUAL 

MDS(MGS) 

1. How to Install Sub PCB Software 

For VS. Dual System (Two Monitors): 

If "VS. Gradius" is to be installed in main (left) side of cabinet, then remove 
existing FPU and CPU Chip (2A03) , Locations 2F and 2J on CPU PCB, and existing EPROMS 
in Locations lA, IB, IC, ID, 2A, and 2B. For Sub (right) side, use Locations 8F and 
8J, and EPROMS in Locations 6A, 6B, 6C, 6D, 8A, and SB. 

Insert "VS. Gradius" Sub PCB to the two bare 40-Pin DIP IC Sockets on CPU PCB. 
Location 2F and 2J for the main (right) side or 8F and 8J for the Sub (left) side. 

CAUTION: Be sure to insert the Sub PCB with the chips in the same direction as 
other ICs on the CPU PCB. Inserting this backwards may damage the CPU PCB and the 
Sub PCB. 

Firmly insert Sub PCB into IC Socket in order to prevent failures. 

Carefully check all 40-Pins for proper connections. 

Insert CPU Chip 2A03 to 40-Pin Dip IC Socket, Location U8 on Sub PCB, with the 
chips in the same direction as the other ICs on the Sub PCB. 

Insert PPU to 40-Pin DIP IC Socket, Location U6 on Sub PCB, with the chips in 
the same direction as the other ICs on the Sub PCB. 

For VS . UniSystem (One Monitor) : 

"VS. Gradius" Sub PCB must use Locations 8F and 8J (Sub side). 

CAUTION: Be sure to insert the Sub PCB with the chips in the same direction 
as other ICs on the CPU PCB. Inserting this backwards may damage the CPU PCB and 
the Sub PCB. 
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SW1 cofTesponds to this program. 

MAIN (Left side (or two monitor game-Not used 
for one monitor game) 
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SWZ*corresponds to this program. 



SUB" (Right side for two monitor game— Also laed'for one monllor game) @| 



^Gradius is a Trademark of Konami Inc. 




2. Points and methods of adjustment 



Game Option Settings 
MDS RC. Board 
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SW1 —MAIN (iBtt side tor two monitor gome — 
Not used tor one monitor gdme) 

SW2-SUB (Right side tor tvo monitor gome 
— Also used tor one monitor 
gome) 





MDS FOR VS. GRADIUS 
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*Foctory Suggested Settings 
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